Wl TTENBORG 


TECHNICAL INFORMATION 


TYPE NO 


FB/IN/ES 5100 


TYPE 


Machines with Base Stands 


T.I.-NO 
... 02/03 


SERIAL NUMBERS 
AFFECTED 


From machine No 529757 


ISSUED BY Documentation/ 
Wittenborg Odense 


SUBJECT 


ISSUED FOR (X): 


Changed Levellers - Base Stand 


Action 


Information 

X 


HEADLINES 

• From and including KW 03 - 2003 the levellers of the base stand have been changed. 
COMPONENTS CONCERNED 

New part 39277000 
Obsolete part 39245800 

MODIFICATION 

• The levellers have been changed in material and in diameter. 

REASON 

• Customer request. 

The old levellers tended to break as the base stand was moved. 

REPLACEABILITY 

• The new type of leveller - part No 39277000 - replaces the old type of leveller 
directly. 
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Technical 
Lars Rehr 
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